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1. AS REQUESTED REFTEL, POST CONTACTED MR. MITEAUX, 
ADMINISTRATIVE DIRECTOR. BECKMAN INSTRUMENTS, FRANCE, 
REGARDING INADEQUATELY LABELED MEDICAL DEVICE. 

2. MR. MITEAUX INFORMED US THAT BECKMAN INSTRUMENTS'HEAD 
OFFICE HAD ALERTED THEIR FRENCH SUBSIDIARY IN NOVEMBER 
1974 CONCERNING THE INADEQUATELY LABELED VITAL SIGN 
MONITORS AND HAD FORWARDED ADEQUATE ADHESIVE LABELS. 

3. THESE LABELS WERE IMMEDIATELY DISTRIBUTED, AND 
MR. MITEAUX STATED THAT ALL DEVICES NOW AVAILABLE IN 
FRANCE ARE CORRECTLY LABELED. 
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